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BIZCTBICAL BftUIBCBNT OUTPUT PROCESSES 


POXBTE DKKHi GENERATOR BEGUN -- Leningra&skaya Pravda, Ho 110, 12 !fey 49 

The •Ki.e^troeila*’ Plant irneni S. M. Kirov in Leningrad has begun construc- 
tion of the fourth hydrogen© rator for the Ikiepr G3S. A competition has been 
initiated to finish the machine this year. 

SEARGHHCET PIA.JT MAKES GENERATORS ~ Jbskovskiy Bol’shevik, No 115, Ifl toy 49 

The Moscow Searchlight Plsnt has begun serial production of generators for 
f&ra use. 

YEREVAN PLANT ERQDtCES SH 5 CIAL INSULATION -- Kcnmmnist, Ho 8, 11 Jan 49 

The Yerevan Electrical Ifa chine -Building Plant has opened a new shop for 
production of bake lit* items and other insulating ante rial of high resistance 
fotf use in transformers. Hie plant previously received these products from Moscow. 

Kommunist, No 111, 13 Miy 49 

The Yerevan Electrical Jfechine -Building Plant achieved great production 
successes during the first 4 months of 1949* It exceeded its plans according to 
gross production and quantity of production, producing 720 percent more generators 
and 70 percent more transformers than during the corresponding period of 1948, 

BREAKAGE PBRCEHTAGE L.viff -- Ianingr^dskaya Pravda, No 112, 14 Ifay 49 

During April, breakage in the "Proletariy" Insulation Plant in Ienlngrad 
was 13 percent of all production. The plant makes high-voltage porcelain n- 
aulation for rV, e electrical industry. The breakage is due in part to impure 
raw material^ much of which is shipped to the plant in open freight ca;s. 
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